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components 247 
Propranolol 
Sensitive HPLC determination of pro- 
pranolol in human plasma with UV detec- 
tion using column switching combined 
with ion-pair chromatography 196 
Propranolol enantiomers 
Simultaneous determination of propran- 
olol and 4-hydroxypropranolol enantio- 
mers after chiral derivatization using re- 
versed-phase HPLC 351 
Protein-bound compounds 
Direct injection of highly protein-bound 
compounds by column-switching HPLC 
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